Manufacturers of 

Steel Tape Pleasures 

of most every description. 


-OFFICE OF— 

JUSTUS ROE & SONS 

52 E. riAIN ST. Telephone 7-A 

Patchogue, New York. 


ESTABLISHED 1876. 

JUSTUS ROE 
GEO. HOWARD ROE 
J. AUSTIN ROE 
HENRY K. ROE 
NATHANIEL ROE 


Roe s Patent Angle Steel Pocket Tape 


Patented May IO, 1904. 


No extra charge for this wonderful 
“Angle” Attachment. 



Acknowledged by 
experts to be the 
Greatest Invention 
of the age in Tape 
Measures. 


Only Tape Measure ever Patented. 



Mason squaring founda¬ 
tion with Roe’s Patent 
“Angle” Steel Tape. 


V) 


Furnished with elegant hard leather cases, nickel plated trim¬ 
mings, and tape is three-eighths inch wide, marked one side only 
in tenths or twelfths. Accuracy guaranteed. 

Marked feet and 12ths 
(inches and eighths) 

Marked feet, lOths 
and lOOths of ft., 
for Engineers’ use. 

Length 

Each. 

(List price.) 

No. 240 
“ 242 

“ 244 

“ 246 

No. 240 A 

“ 242 A 
“ 244 A 
“ 246 A 

25 ft. 

50 “ 

75 “ 

100 “ 

$3.25 

4.00 

5.25 

6.75 

Furnished with elegant metal cases, nickel plated, and tape is 
three-eighths inch wide, marked one side only in tenths or twelfths. 
Accuracy guaranteed. 

Marked feet and 12ths 
(inches and eights) 

Marked feet, lOths 
and lOOths of ft., 
for Engineer’s use. 

Length 

Each. 

(List price.) 

No. 250 
“ 252 

“ 254 

“ 256 

No. 250 A 

“ 252 A 
“ 254 A 
“ 256 A 

25 ft. 

50 “ 

75 “ 

100 “ 

$2.75 

3.40 

4.50 

5.75 






The “Roe’s Patent Angle Steel Tape” is indispensible to every 
progressive Engineer, Surveyor, Contractor, Mason, Builder, etc. 
It consists of a strong Steel Tape, % in. wide, graduated on one 
side only, into feet, inches and eighths, or feet, lOths and 
lOOths, in elegant leather and metal cases. Its accuracy 
is guaranteed. This tape can be used for all kinds of 
measurements and also for laying out right angles much quicker 
than by any other method and equally accurate. Its principal is 
the old trigonometrical formula that 6, 8 and 10 feet sides of a tri¬ 
angle secure a right angle. This formula is embodied in this tape, 
by providing it at the 1, 9 r 19 and 25 ft. marks with eyelets, the 9 
and 19 ft. marks being joints. To use the tape, fasten it at the 
starting point with a small marking pin or nail through the eyelet 
at figure 1 on tape; then fasten it at fig. 9 as shown in illustration; 
place the 25 ft. mark over the starting point and taking hold of the 
tape at the 19 ft. mark, pull it straight as shown in cut. You will 
then have a perfect right angle at the starting point. The advan¬ 
tages of this tape are obvious. A perfect right angle is obtained 
in a few minutes by one person, while the operator is not encum¬ 
bered with a Surveying Instrument or other tools. The tape is 
also equal to any other for straight and all kinds of measure- 
ments. Its price exceeds that of an ordinary metalic or linen tape 
but little, and brings it within the reach of every Engineer, Sur¬ 
veyor, Contractors of all kinds, Masons, Builders, etc. 


ROE’S SMALL PATENT ANGLE STEEL POCKET TAPES. 

(Patented May 10,1904.) 

German Silver Cases, Spring Wind, with Center Stop. 

Marked one side only, tgpe v /i inch wide. 

No. 260—36 inches, marked inches and 16ths, each, (list price) $ .70 
“ 262—60 “ “ “ “ “ “ “ .90 

- 264-72 “ “ “ “ “ “ “ 1.00 

“ 266—96 “ “ “ “ “ “ “ 1.50 

“ 268—10 feet, marked feet, inches and 16ths “ “ 2.10 

“ 270—12 “ “ “ “ “ “ “ “ 2.35 

A Few Reasons Why This New Idea of Tape Measure with Our Patent 
“Angle” Attachment is Such an Important Invention, viz.; 

1 — Already, a large number of the largest Dealers, prominent 
Engineers, Contractors, Masons, Builders and others have ac¬ 
knowledged this Steel Tape, with Patent “Angle” Attachment, 
one of the greatest inventions of the age. 

2 — They have acknowledged, and we also claim, that this Steel 
Tape, with “Angle” Attachment, will revolutionize a good 
part of the work wherever tape measures are used. 

3 — No person, no matter what his profession or business may be, 
should buy a tape measure in future unless it has our Patent 
“Angle” Attachment. 

4 — Above picture shows how a mason squares a foundation with 
said “Angle” Steel Tape. That shows only one way how said 
tape can be applied. It can be used in a thousand or more 
ways. 

5— An Engineer, Surveyor, Contractor, Mason, Builder and others 
would use this “Angle” Attachment several times each day in 
general work. They would soon find it indispensable. 

6 — After you have used this Tape with “Angle” Attachment you 
will wonder how you got along without same in past. 

7 — You will note prices above are very, very low, especially for a 
Steel Tape that is guaranteed. 

8 — You will find prices above but a trifle higher than the prices 
for the ordinary linen or metallic tapes. It is generally ac¬ 
knowledged that linen or metallic tapes are very unreliable 
regarding accuracy. 

9— Steel Tapes are the only reliable measure to use. 

10 — If you compare prices in the market on steel tapes, you will 
find that prices above are as low as the lowest. Therefore 
you will find that we make no charge for this Patent “Angle” 
Attachment. 

11— If you can buy our Steel Tape with this Patent “Angle” At¬ 
tachment as cheap as any other steel tape, who can blame you 
for taking ours? 

12— We guarantee the accuracy and workmanship of this tape in 
every way. 

18—We have been manufacturing tape measures for 29 years. 

14—From the fact that this Patent “Angle” Attachment has proven 
so valuable and indispensable we have concluded in the future 
to devote the best part of our energy in advertising and push¬ 
ing the sale of this Steel Tape with our Patent “Angle” At¬ 
tachment. 































































